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NARA RG104, Entry 1, Box 186 


Philadelphia, 

June 1, 1894 

Mr. Preston 

Director of the Mints of U.S. 

Washington, D.C. 

Dear Sir: - 

At the age of 20 I enlisted in the U.S. Marine Battalion in 1861 in defense of my 
country’s honor and the dear old flag. I served faithfully for four years and received a honorable 
discharge at the end of my term of enlistment. In 1869,1 entered the U.S. Mint in this city. I lost 
the sight of my right eye by a spark from the rolls, rolling nickel and copper. Mr. Fox removed 
me for being a partisan, I was reappointed under President Harrisons administration. I am again 
discharged. This time the record of the loss of my eye was entered on the books by the late 
Superintendent Col. O.C. Bosbyshell which gave them no excuse as Fox fell back on. 

I am yours respectfully, 

Ruben McCarteny 
2436 Wright St. 

Philadelphia 

[Noted on back:] 

Mint Bureau 
June 2, 1894 

Respectfully referred to Supt. Mint U.S. Philadelphia and under advised. 

R.E. Preston 
Director Mint 



